2.11 Alignment Accuracy 
Track position is defined by: 
BN = 39.5 = 0.1875 x N 


Where RN: Absolute track position from disk center 
Ns Track number from 0 to 79 


Alignment Accuracy at track 40 shall be: +/-0.020 ma 
Alignment Accuracy at all other tracks shall be: +/-0.035 mm 
2.12 Azimuth Angle 


Azimuth Angle shall be; 


Angle = arcsin (0.35 / (X = YN)) +/~- 0 degrees 307 


where : X = 39.5 
Y = 0.1875 
N = Track number (0 to 79) 


Azimuth angle is defined in Figure 2.4. 
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Figure 2.4 Azimuth Angle 
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